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Message Text 



CONFIDENTIAL 

PAGE 01 STATE 080339 

13 

ORIGIN EB-11 

INFO OCT-01 CIAE-00 COME-OO DODE-OO INR-10 NSAE-00 RSC-01 

TRSE-00 EUR-25 AEC-11 ADP-00 MC-02 ( ADP ) R 

DRAFTED BY EB/ ITP/ EWT: LROSS: MAR 
4/27/73 EXT 22584 

APPROVED BY EB/ ITP/ EWT: RCDIXON 

COMMERCE/ OEC: MKRAVETZ 

RPE 

056572 

R 272326 Z APR 73 
FM SECSTATE WASHDC 
TO USMISSION OECD PARIS 
INFO AMEMBASSY WARSAW 

CONFIDENTIAL STATE 080339 

EXCON 

EO 11652: XGDS-1 

TAGS: ESTC, COCOM, US, PL 

SUB J : US CYBER 72 SYSTEM TO POLAND - IL 1565 

REFS: A. COCOM DOC(73)543 
B. OECD PARIS 11507 



TUBE IN MODEL 730-101 VISUAL DISPLAY UNIT IS A STANDARD 
CATHODE RAY TUBE. USDEL SHOULD POINT OUT THAT MODEL 730-101 
DISPLAY IS ALPHANUMERIC DISPLAY UNIT WITH NO GRAPHIC 
CAPABILITIES. ROGERS 



CONFIDENTIAL 

NMAFVVZCZ 



*** Current Handling Restrictions *** n/a 
*** Current Classification *** CONFIDENTIAL 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 27 APR 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: morefirh 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE080339 

Document Source: CORE 

Document Unique ID: 00 

Drafter: LROSS: MAR 

Enclosure: n/a 

Executive Order: XGDS-1 

Errors: n/a 

Film Number: n/a 

From: SECSTATE WASHDC 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730453/aaaaixzd.tel 

Line Count: 50 
Locator: TEXT ON-LINE 
Office: ORIGIN EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 73 OECD PARIS 11507 
Review Action: RELEASED, APPROVED 
Review Authority: morefirh 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23-Aug-2001 by shawdg>; APPROVED <29-Nov-2001 by morefirh> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> jms 980203 

Subject: US CYBER 72 SYSTEM TO POLAND - IL 1565 

TAGS: ESTC, PL, US, COCOM 

To: OECD PARIS 

WARSAW 

Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 
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